DETECTION"  OF PETROLEUM VAPOUR    155

" In the use of the apparatus the first step is to connect the
hydrogen cylinder with the lamp, taking care that the unions
are screwed up gas-tight The sliding chimney of the lamp
being raised about halfway, the gas is then cautiously turned

on at the cylinder, the regulating valve on the lamp being
left open, and a light Is applied to the hydrogen jet The
valve on the hydrogen cylinder Is then adjusted so as to give
a flame rather more than 10 millimetres (0*4 inch) in length
and the lamp chimney pushed down until there is an opening